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9-Range Analog Battery Tester 

OWNER’S MANUAL — Please read before using this equipment. 




Your RadioShack 9-Range Analog Battery Tester is a sen- 
sitive, accurate tester for checking batteries’ capacity. You 
can test standard carbon-zinc, aikaiine, mercury, siiver ox- 
ide, iithium, and nickei-cadmium batteries. 

Note: Your tester is designed to check aimost aii eiectron- 
ic and fiashiight batteries, it is not designed to test 6- and 
12-voit iantern, motorcycie, or marine batteries. 

SETTING UP THE STAND 

You can use the stand on the tester’s back to set the 
tester at an angle so you can easily see the reading. 

1. Insert a coin into the indention in the bottom of the 
tester’s back, then lift the stand away from the tester. 

2. Set the tester on a flat surface. 

REMOVING THE TEST LEADS 

The test leads are coiled inside the cabinet on the back of 
the tester, covered by the stand. 

1 . Carefully pull the test leads out. 

2. Thread the leads through the small slot at the bottom 
right of the tester back. 

3. When you are finished with the leads, coil them back 
into the cabinet and snap the stand into place. 

SWITCH SETTINGS 

Use this chart to determine which switch setting you need. 


Battery Type 

Switch Setting 

Test Load 

Mercury, silver-oxide 
or alkaline button cell 

1.5V BUTTON 
CELL 

1 mA 

Lithium button cell 

3V LITHIUM 

1 mA 

1 .5V AAA/N Alkaline 
or Rechargeable 
Batteries 

1.5V AAA.N 

50mA 

1 .5V AA/C/D Alkaline 
or Rechargeable 
Batteries 

1.5V AA.C.D 

150mA 

6V 

6V PHOTO 

10 mA 

9V 

9V 

10 mA 

12V 

12V 

10 mA 

15V 

15V 

10 mA 

22.5V 

22.5V 

10 mA 


USING THE BATTERY TESTER 



1. Point the range switch’s recessed index mark to the 
marked voltage and type of battery you want to check. 
Refer to the chart under “Switch Settings” for the test 
load placed on the battery during testing. 

Cautions: 

• If you position the switch improperly, you cannot 
obtain an accurate battery check. In addition, you 
might damage the tester. 

• Always properly identify battery polarity (-i- and -) 
before testing. 

2. To check most types of batteries, touch the red probe 
tip to the positive (-i-) battery terminal and the black 
probe tip to the negative (-) battery terminal. 

Caution: To avoid damage to the battery you are test- 
ing, do not push the button battery test switch down 
when using the probe tips. 

To check a 9V rectangular battery, position the bat- 
tery terminals so they make contact with the 9V posi- 
tive (+) and negative (-) posts on the face of the 
battery tester. 

Caution: Do not let the red probe tip contact the black 
probe or negative post when you use the 9V rectan- 
gular battery terminals. 

To check a button cell battery, insert the battery into 
the button battery recess with the negative (-) termi- 
nal of the battery facing up. Then press the button 
battery test switch down. 

Caution: Do not let the red probe tip contact the black 
probe or negative post when you use the button cell 
battery terminals. 
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3. Read the scale to determine the battery's condition. 

Use the upper (REGULAR) scale for measuring regu- 
lar carbon-zinc and alkaline batteries. 

Use the center (BUTTON CELL-LITHIUM) scale for 
measuring mercury, silver oxide, alkaline, and lithium 
button cell batteries. 

Use the lower (NICKEL CADMIUM) scale for mea- 
suring rechargeable batteries. 

4. If the reading is in the red REPLACE or RECHARGE 
zones, replace or recharge the battery. 

If the reading is in the green GOOD zone, the battery 
has considerable oapacity left. 

If the reading is on the three red lines in the REGU- 
LAR scale, the battery’s strength is marginal. Con- 
sider replacing or recharging the battery. 

Note: When a fresh alkaline AAA, AA or 9V battery is 
tested, the scale’s needle moves a little more to the 
right than when a fully charged AAA, AA or 9V 
rechargeable battery is tested. 


ADJUSTMENT 

When no battery is tested, if the needle fails to align with 
the black dot in the upper left corner, you must adjust the 
zero position of the needle. 

Insert a flat-blade screwdriver in the zero-adjustment 
screw, then slowly rotate the screw until the needle aligns 
with the black dot at the left end of the top soale. 

CARE 

Keep the tester dry; if it gets wet, wipe it dry immediately. 
Use and store the tester only in normal temperature envi- 
ronments. Handle the tester oarefully; do not drop it. Keep 
the tester away from dust and dirt, and wipe it with a damp 
oloth occasionally to keep it looking new. 

Modifying or tampering with the tester's internal compo- 
nents can cause a malfunction and might invalidate its 
warranty. If your tester is not performing as it should, take 
it to your local RadioShack store for assistance. 


Limited Ninety-Day Warranty 

This product is warranted by RadioShack against manufacturing defects in materiai and workmanship under normai use for ninety (90) days from the 
date of purchase from RadioShack company-owned stores and authorized RadioShack franchisees and deaiers. EXCEPT AS PROViDED HEREiN, 
RadioShack MAKES NO EXPRESS WARRANTiES AND ANY iMPLiED WARRANTiES, iNCLUDiNG THOSE OF MERCHANTABiLiTY AND FiT- 
NESS FOR A PARTiCULAR PURPOSE, ARE LiMiTED iN DURATiON TO THE DURATiON OF THE WRiTTEN LiMiTED WARRANTiES CON- 
TAiNED HEREiN. EXCEPT AS PROViDED HEREiN, RadioShack SHALL HAVE NO LiABiLiTY OR RESPONSiBiLiTY TO CUSTOMER OR ANY 
OTHER PERSON OR ENTiTY WiTH RESPECT TO ANY LiABiLiTY, LOSS OR DAMAGE CAUSED DiRECTLY OR iNDiRECTLY BY USE OR PER- 
FORMANCE OF THE PRODUCT OR ARiSiNG OUT OF ANY BREACH OF THiS WARRANTY, iNCLUDiNG, BUT NOT LiMiTED TO, ANY DAM- 
AGES RESULTiNG FROM iNCONVENiENCE, LOSS OF TiME, DATA, PROPERTY, REVENUE, OR PROFiT OR ANY iNDiRECT, SPECiAL, 
iNCiDENTAL, OR CONSEQUENTiAL DAMAGES, EVEN iF RadioShack HAS BEEN ADViSED OF THE POSSiBiLiTY OF SUCH DAMAGES. 

Some states do not aiiow iimitations on how iong an impiied warranty iasts or the exciusion or iimitation of incidentai or consequentiai damages, so 
the above iimitations or exciusions may not appiy to you. 

in the event of a product defect during the warranty period, take the product and the RadioShack saies receipt as proof of purchase date to any 
RadioShack store. RadioShack wiii, at its option, uniess otherwise provided by iaw: (a) correct the defect by product repair without charge for parts 
and iabor; (b) repiace the product with one of the same or simiiar design; or (c) refund the purchase price. Aii repiaced parts and products, and prod- 
ucts on which a refund is made, become the property of RadioShack. New or reconditioned parts and products may be used in the performance of 
warranty service. Repaired or repiaced parts and products are warranted for the remainder of the originai warranty period. You wiii be charged for re- 
pair or repiacement of the product made after the expiration of the warranty period. 

This warranty does not cover: (a) damage or faiiure caused by or attributabie to acts of God, abuse, accident, misuse, improper or abnormai usage, 
faiiure to foiiow instructions, improper instaiiation or maintenance, aiteration, iightning or other incidence of excess voitage or current; (b) any repairs 
other than those provided by a RadioShack Authorized Service Eaciiity; (c) consumabies such as fuses or batteries; (d) cosmetic damage; (e) trans- 
portation, shipping or insurance costs; or (f) costs of product removai, instaiiation, set-up service adjustment or reinstaiiation. 

This warranty gives you specific iegai rights, and you may aiso have other rights which vary from state to state. 

RadioShack Customer Reiations, 200 Tayior Street, 6th Fioor, Fort Worth, TX 76102 
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